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System: B6930 - MIDI - TRW #2 
Location: MTIRW, Torrance, California 
Item Style Part Serial 
No. Quantity No. Description No. No. 
l. 1 each B6930 CPU 109398503 
2 l each B6930 I/O Unit 109398644 
3s 1 each B6930 Central Power Cab 109398628 
4. 1 each B6930 Maint. Display 109398586 
Processor 
5. l each B9387-42 Controller 
Consists of: 
B6389-2 Controller 142261965 
B7387-2 Exchange 142247402 
6. 1 each B9247-14 Line Printer 780593004 
7. 1 each B9494-41 Data Bank 195986385 
8. l each B6900-CON Operator Console 109398552 
9. 1 each B9484-51 Removable Data 195978952 
Bank 
10. 2 each B9495-82 Tape Drives 101110682 
101110674 
11. 1 each B9499-52 Electronic 101608149 
Exchange 
12. 2 each B9348 ODT 140264847 
140265281 
13. 1 each IODC Cabinet 109430918 


Maintenance price for configuration as shown per FY '83 Schedule 
Number GS-00C-03490 ts $3266.50, annual rate is $39,198. 


* Assumed to contain a B9499-5] 


Assumec to contain a B9499-10 Required for operation 


* Information not available at this time. 
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System: B6930 - MIDI - TRW #3 
Location: TRW, Torrance, California 


Item Style Part Serial 
No. Guantity No. Description No. No. 
lis ] each B6930 CPU * 109414623 
2. 1 each B6930 I/O Unit * 109414755 
3. 1 each B6930 Central Power Cab * 109414692 
4. 1 each B6930 Maint. Display 7 109414698 
Processor 
5. l each B9247-14 Line Printer * B780992004 
6. 1 each B9387-44 Controller 
Consists of: 

B6389-2 Controller * 142266253 

B/387-2 Exchange i 142261080 
7. l each B9494-41 Data Bank * 195986708 
8. 1 each B6900-CON Operator Console * 109414722 
9. 


(Item 9 - Ship to DIA) 


10. 2 each B9495-82 Tape Drives * 101094670 
101093995 
ll. l each B9499-51 Tape Controller 0 
4 Same 101603223 
‘Cabinet 
12. 1 each B9499-10 Electronic Le 
Exchange MEC 
13. 2 each B9348 ODT * 109414748 
109414730 


The maintenance price for the configuration as shown per our FY '83 
GSA Schedule GS-00C-03490 ts $2420.70 per month or $29,048.40 on an 
annual basis. 


* Information not available at this time. 
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System: B6930 - MIDI - TRW #4 
Location: TRW, Torrance, California 


Item Style Part Serial 
No. Quantity No. Description No. No. 
L's 1 each B6930 CPU * 109417220 
2. 1 each B6930 I/O Unit * 109417303 
3. 1 each B6930 Central Power Cab * 109417352 
4. 2 each B9495-82 Tape Drives * 101094647 
101093987 
5. l each B9247-14 Line Printer * 156102741 
6. l each B9387~-44 Controller 
Consists of: 
B6389-2 Controller * 142266345 
B/387-2 Exchange * 142261114 
7. 1 each B6930 Maint. Display * 109417279 
Processor 
8. l each B9494-41 Data Bank * 195986716 
9. l each B9484-51 Removable Data * 195979307 
Bank 
lo. l each B6900-CON Operator Console *#* 109417378 
ll. l each B9499-51 Tape Controller *Same 
Cabinet 101603207 
12. 1 each B9499-10 Electronic * 
Exchange 
13. 2 each B9348 ODT * 109417394 
109417386 


The maintenance price for the configuration as shown per the FY '83 
GSA Schedule GS-00C-03490 is $2420.70 per month or $29,048.40 on an 
annual basis. 


* Information not available at this time. 
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COMMENTS (Number each comment to show from whom 
to whom. Draw a line across column after each comment.) 


|. Doug. Hurd 
Defense Mapping Agency 
U.S._Naval Observatory— 
2. Building 56 
Washington D.C. 20305 
Attn: C.M.D, — 


Doug - Attached are component 
listings of the three (3) avail- 
able B6800 systems located at 
TRW. As we discussed today, 
there are also three (3) additional 
B6900 systems available that: 

have yet to be délivered from 
Burroughs. These six (6) systems 
are available at no cost. However 
the recepients are expected to 
assume the cost of relocating the 
equipment. I.look forward to 
further discussions on this 
matter. 
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